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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the Horology 
Sectional Committee had been approved by the Basic and Production Engineering Division Council. 

This standard specifies the common types of plastic movement holders used in wrist watch cases for circular 
and shaped movements and their general dimensions. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final value, 
observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance with 
IS 2 : 1960 Rules for rounding off numerical values (revised)'. The number of significant places retained in the 
rounded off value should be the same as that of the specified value in this standard. 
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Indian Standard 

PLASTIC MOVEMENT HOLDERS FOR WRIST 
WATCH CASES — SPECIFICATION 



1 SCOPE 

This standard specifies general dimensions and other 
requirements for the common types of plastic 
movement holders used in wrist watch cases for 
circular and shaped movements. 

2 REFERENCE 

The following Indian Standard contains provisions 
which through reference in this text, constitute 
provision of this standard. At the time of publication, 
the edition indicated was valid, All standards are 
subject to revision, and parties to agreements based 
on this standard are encouraged to investigate the 
possibility of applying the most recent edition of the 
standard indicated below: 



IS No. 
2500 (Part 1) 
1992 



3 TYPES 



Title 
Sampling inspection procedures: 
Part 1 Attributes sampling plans 
indexed by acceptable quality level 
(AQL) for lot-by-lot inspection 
(second revision). 



The plastic movement holders used in wrist watch 
cases shall be of the following types: 

Type A For calibre size 5 '/a "' * 6 3 /4"' {see 

Fig. 1). 
Type B For calibre size 6 3 //" x 8"' (see 

Fig. 2). 
Type C For calibre sizes &/<'" x lOW'and 

IVA'" (see Vig. 3). 

NOTE — Symbol '" denotes Ligne and 1 Ligne = 2.256 mm. 
4 DIMENSIONS 

The dimensions of the plastic movement holders shall 
be as given in Fig. 1, 2 and 3; read with nomenclature 
in 4.1. 

4.1 Nomenclature (see Fig. 1, 2 and 3) 

A — Outside diameter to be decided by the size 
and shape of a case 



Total height 
Stem hole depth 
Module guiding length 
Movement fitting diameter 
Movement housing diameter 



D - 

E - 

F — 

L — 

K — 

NOTES 

1 Dimension B to be decided by the back cover dimensions. 

2 Dimensions C is to be dimension B minus minimum wall 
thickness. 

3 Tolerence on dimension D is ± 30 micrometres. 

5 MATERIAL 

Plastic movement holders shall be manufactured from 
Polyacetal or Acrylonitrile Butadiene Styrene (ABS) 
material. 

6 SAMPLING 

Unless otherwise agreed between the purchaser and 
the supplier, the sampling plan shall be as given in 6. 1 
and 6.2. 

6.1 Lot 

In a consignment, all the movement holders of same 
type and size and manufactured from the same material 
under similar conditions of production shall be 
grouped together to constitute a lot. 

6.2 For ascertaining the conformity of a lot, the 
procedure for sampling and inspection as given in 
IS 2500 (Part I) shall be followed. 

7 MARKING 

The label containing each pack shall be marked with 
the manufacturer's name or trade-mark, if any; type, 
size, quantity and date of manufacture of movement 
holders to ensure proper identification. 

8 PACKING 

Movement holders for watch cases shall be wrapped 
in tissue paper and then packed in quantities not 
exceeding 100 pieces, in suitable cardboard containers. 
Different types and sizes of movement holders shall 
not be packed in the same packing. 
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TYPE A 



All dimensions in millimetres. 
All tolerances in micrometres. 



Fig. 1 Plastic Movement Holder — Type A for Calibre Size 5Vi*" * 6 %"' 
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TYPE B 

All dimensions in millimetres. 
All tolerances in micrometres. 



Fig. 2 Plastic Movement Holder — Type B for Calibre Size 6 %"' x 8"' 
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Calibre of Sizes 


Dimensions 




L, 


K 


8%"' 


4, 20.00 


4, 19-40 


10%"' 


4,24.10 


4, 23.30 


11%'» 


4, 26.40 


4,25.60 



All dimensions in millimetres. 
All tolerances in micrometres. 



Fig. 3 Plastic Movement Holder — Type C for Calibre Size S 3 A"\ lO'/i"' and \VA"' 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in any form 
without the prior permission in writing of BIS. This does not preclude the free use, in the course of 
implementing the standard, of necessary details, such as symbols and sizes, type or grade designations. 
Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are also reviewed 
periodically; a standard along with amendments is reaffirmed when such review indicates that no changes are 
needed; if the review indicates that changes are needed, it is taken up for revision. Users of Indian Standards 
should ascertain that they are in possession of the latest amendments or edition by referring to the latest issue of 
'BIS Catalogue' and 'Standards: Monthly Additions'. 

This Indian Standard has been developed from Doc : No. BP 23 (0()69)/LM 23 (0196). 
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